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RETRACTION 

Glycyrrhetinic acid-modified chitosan nanoparticles enhanced the effect 
of 5-fluorouracil in murine liver cancer model via regulatory T-cells 
[Retraction] 

Cheng M, Xu H, Wang Y, et al. Drug Des Devel Ther. 
2013;7:1287-1299. 

It has come to the notice of this journal that the published 
paper: 

Cheng M, Xu H, Wang Y, et al. Glycyrrhetinic acid-modified 
chitosan nanoparticles enhanced the effect of 5-fluorouracil 
in murine liver cancer model via regulatory T-cells. Drug 
Des Devel Ther. 2013;7:1287-1299. 

Plagiarised the work of: 

Cheng M, Gao X, Wang Y, et al. Synthesis of Glycyrrhetinic 
Acid-Modified Chitosan 5-Fluorouracil Nanoparticles and 
Its Inhibition of Liver Cancer Characteristics in Vitro and in 
Vivo. Marine Drugs. 2013; 1 1(9):35 17-3536. 

The first author, Mingrong Cheng, brought this to our atten- 
tion, has admitted the fault was his own, due to lack of 
experience and understanding, and apologized. 

Accordingly Dove Medical Press issue the retraction for 
Cheng M, Xu H, Wang Y, et al. Glycyrrhetinic acid-modified 
chitosan nanoparticles enhanced the effect of 5-fluorouracil 
in murine liver cancer model via regulatory T-cells. Drug 
Des Devel Ther. 2013;7:1287-1299. 
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Drug Design, Development and Therapy is an international, peer- 
reviewed open-access journal that spans the spectrum of drug design 
and development through to clinical applications. Clinical outcomes, 
patient safety, and programs for the development and effective, safe, 
and sustained use of medicines are a feature of the journal, which 
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has also been accepted for indexing on PubMed Central. The manu- 
script management system is completely online and includes a very 
quick and fair peer-review system, which is all easy to use. Visit 
http://www.dovepress.com/testimonials.php to read real quotes from 
published authors. 
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